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CIRCULAR LETTER NO. 23 


SPACTACLE PRESCRIPTIONS . » + 2 « « hues 
RESCISSION OF PAR. 4b(2)(e)3k, CIRCULAR. LETTER NO. 10. ga 


I - SP#OTaCLa PRéeSCRIPTIONS 


Considerable delay is being encountered in filling of spectacle prescrip* 
because of failure of the requisitioning units to indicate correctly the plus ( 
and minus (-) signs on optical prescriptions. These signs are an essential par 
of an optical prescription and must be indicated before the prescription can be 
filled. Personnel responsible for transcribing optical prescriptions to or fre 
service records will take necessary action to insure complete and accurate trai. 
cription of all pertinent data. 


TI - R@SCISSION OF PAR. 4b(2)(e)3k, CIRCULAR LwTTaR NO. 10 


par. 4b(2)(e)3k, circular Letter No. 10, dated 23 March 1945, is rescinde 
and the following substituted therefor; 


"k, The attendant will give to all patients except those who hav 
had a previous station prophylaxis with sulfonamide administered within eight ( 
hours, four (4) tablets or two (2) grams of sulfathiazole or sulfadiazine and 
at least a canteen cupful of water to drink, attendants will be especially car 
to see that the full amount of water is consumed. This is important." 


épionc!. Ce, 
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